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CORONA EXCOM M-2 Action [ 16 Nov 1965 


Since the new general search system will not be available 
as soon aS anticipated last year, Gen Stewart pointed out 
that the KH-4 program will have to extend into FY 1969 
present program termination date having been assumed as 
end of FY 1968. FY 1966 funds prev allocated to the new 
gen search system not now needed because of its late start 


were tentatively reserved to buy four more CORONA systems 
to extend the program into FY 1959. 
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